184     DOCKETED ITEMS
P. Operating license stage documents & correspondence
8503060389 Confirms 850118 telcon & forwards agenda re 850208 meeting at Region I! concerning inoperabiltty of ice condenser inlet doors.W/o end, OLSHINSKI.J.A. Region 2, Office of Director. 85/02/01. TUCKER.H.B. Duke Power Co. 1p. 29250:289-29250:289.
8503050413 Advises that experience requirements of Condition 10 of License NPF-35 re use of senior reactor operators will be met for 3 of 4 shifts by 850403 & remaining shift on 850417. Use of shift advisors will be discontinued.
TUCKER.H.B. Duke Power Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. ADENSAM.E.G. Licensing Branch 4. 2pp. 29206:013-29206:014.
8503210348 Notification of 850321 meeting w/util & BNWL in Charlotte.NC to discuss views on regulatory requirements believed to have marginal importance to safety & high burdens to utils or NRC.
NICOLARAS.H. Operating Reactors Branch 4. 85/03/13. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29479:247-29479:249.
8503220045 Forwards topical rept evaluation re DPC-NF-2010, "McGuire Nuclear Sta-tion/Catawba Nuclear Station Nuclear Physics Methodology for Reload Design." Methodology acceptable for referencing in licensing actions. THOMAS.C.O. Standardization & Special Projects Branch. 85/03/13. TUCKER.H.B. Duke Power Co. 5pp. 29482:337-29482:341.
-8503220060 Topical rept evaluation of DPC-NF-2010, "McGuire Nuclear Station/Ca-tawba Nuclear Station Nuclear Physics Methodology for Reload Design." Rept acceptable for referencing in licensing actions.
*   Core Performance Branch. * Brookhaven National Laboratory. 85/03/13. 10pp. 29482:342-29482:351.
8503200120 Forwards marked-up proposed Tech Specs in form of Unit 1 Tech Specs. TUCKER.H.B. Duke Power Co. 85/03/15. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. ADENSAM.E.G. Licensing Branch 4. 558pp. 29432:170-29434:007.
Q. Inspection reports, IE Bulletins & correspondence
8503080266 Further response to FOIA request for documents re alleged violations of Atomic Energy Reorganization Act concerning Duke Power Co.Forwards Palladino 831101 memo re opening of investigations.Document also available in PDR. FELTON.J.M. Division of Rules and Records. 84/09/26. GARDE.B.P. Government Accountability Project. 1p. 29301:296-29301:296.
8503010241 Forwards supplemental response to IE Bulletin 84-03, requested in 850109 telcon.re adverse effect of dropped fuel assembly on Pressray seal.Potential for problem evaluated & tests determined that no hardware changes required. TUCKER.H.B. Duke Power Co. 85/01/29. O'REILLY.J.P. Region 2. Office of Director. 4pp. 29162:285-29162:288.
8503080274 Forwards Insp Repts 50-413/85-01 & 50-414/85-01 on 850108-11.No violations or deviations noted.
BROWNLEE.V.L. Region 2, Office of Director. 85/02/04. TUCKER.H.B. Duke Power Co. 2pp. 29285:055-29285:056.
-8503080278 Insp Repts 50-413/85-01 & 50-414/85-01 on 850108-11.No violation or deviation noted.Major areas inspected:reactor pressure vessel & internals receipt & installation record review & RCPB review.
ECONOMOS.N., BLAKE.JJ. Region 2, Office of Director. 85/01/31. 9pp. 29285:057-29285:065.
8503060262 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if matls considered proprietary.
OLSHJNSKI.JA Region 2, Office of Director. 85/02/05. TUCKER.H.B. Duke Power Co. 2pp. 29250:362-29250:363.
8503050126 Forwards Insp Rept 50-413/85-02 on 850107-18.No violations or deviations noted.
BROWNLEE.V.L Region 2, Office of Director. 85/02/07. TUCKER.H.B. Duke Power Co. 1p. 29221:188-29221:194.
-8503050130 Insp Rept 50-413/85-02 on 850107-10 & 14-18.No violations or deviations noted.Major areas inspected:witnessing & review of initial criticality & zero power physics tests.
BURNETT.P.T., NEJFELT.G.M., JAPE.F. Region 2, Office of Director. 85/02/06. 6pp. 29221:189-29221:194.
8503140061 Forwards Rev 1 to "Reactor Vessel Cavity Seal Test Results," in response to IE Bulletin 84-03.Rept concludes than rnin acceptance criteria re seal capacity met & seal mod not required.
TUCKER.H.B. Duke Power Co. 85/02/18. GRACE.J.N. Region 2, Office of Director. 2pp. 29357:090-29357:113.
-8503140064 Rev 1 to "Reactor Vessel Cavity Seal Test Results.Catawba Nuclear Station.Units 1 & 2,McGuire Nuclear Station.Units 1 & 2."
*  Duke Power Co. 85/02/18. 22pp. 29357:092-29357:113.
8503210037 Ack receipt of 850117 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-413/84-95.
WALKER.R.D. Region 2, Office of Director. 85/02/26. TUCKER.H.P. Duke Power Co. 1p. 29478:179-29478:195.
-8503210039 Responds to NRC 841130 Itr re violations noted in Insp Rept 50-413/84-95.Corrective actions:all accountable engineers for station mods instructed on responsibilities re retest requirements after mod completed,
TUCKER.H.B. Duke Power Co. 85/01/17. 0'REILLY,J,P. Region 2, Office of Director. 3pp. 29478:180-29478:182.
-8503210041 Forwards Insp Repts 50-413/84-95 & 50-414/84-43 on 840926-1025 & notice of violation.
OLSHINSKI.J.A. Region 2. Office of Director. 84/11/30. TUCKER.H.B. Duke Power Co. 2pp. 29478:183-29478:195.
-8503210043 Notice of violation from insp on 840926-1025. *' Region 2, Office of Director. 84/11/30. 2pp. 29478:185-29478:186.
-8503210046 Insp Repts 50-413/84-95 & 50-414/84-43 on 840926-1025. Violation noted:failure to establish adequate test program to assure all testing performed on mods. VAN DOORN.P.K., SKINNER.P.H., DANCE.H. Region 2, Office of Director 84/ 11/27. 9pp. 29478:187-29478:195.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-AHis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147. 29196:258.
8503040465 Forwards Insp Rept 50-413/85-06 on 850128-0201.No violations or devi-ations noted.
BROWNLEE.V.L Region 2, Office of Director. 85/02/27. TUCKER.H.B. Duke Power Co. 2pp. 29177:172-29177:174.
-8503040466  Insp Rept 50-413/85-06 on 850128-0201.No violations or deviations noted.Major areas inspected:security plan & implementing procedures.mgt effectiveness & security program.Details withheld (ref 10CFR2.790 & 73.21). PERNY.C.D., MCGUIRE.D.R. Region 2, Office of Director. 85/02/21. ip. 29177-174-29177:174.
8503200581 Forwards Insp Repts 50-413/85-04 & 50-414/85-04 on 850128-0201 & notice of violation.
BROWNLEE.V.L Region 2, Office of Director. 85/02/27. TUCKER.H.B. Duke Power Co. 2pp. 29458:266-29458:276.
-8503200583 Notice of violation from insp on 850128-0201. * Region 2, Office of Director. 85/02/27. 1p. 29458:268-29458:268.
-8503200584 Insp Repts 50-413/85-04 & 50-414/85-04 on 850128-0201. Violation noted:failure to maintain fire watch & log for impaired fire barrier. BURNETT.P.T., BURRIS.S.P., THOMAS.M. Region 2, Office of Director. 85/02/26 8pp. 29458:269-29458:276.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves" Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp, 29481-301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481193-29481:300.
8503200384 Ack receipt of 850201 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-269/84-25, 50-270/84-24 & 50-287/84-27. WALKER.R.D. Region 2, Office of Director. 85/03/05. TUCKER.H.B. Duke Power Co 1 p. 29454:001-29454:003.
-8502060020 Forwards Insp Repts 50-269/84-25.50-270/84-24,50-287/84-27, 50-413/ 84-93 & 50-414/84-42 on 841001-05 & 09-12.notice of violation & list of significant observations.
OLSHINSKI.J.A. Region 2. Office of Director. 84/12/21. TUCKER.H.B. Duke Power Co. 2pp. 29454:004-29454:005.
-8502060024  Insp Repts 50-269/84-25,50-270/84-24,50-287/84-27. 50-413/84-93 & 50-414/84-42 on 841001-05 & 09-12.Violation noted:failure to fully implement TMI Item I.C.5, "Feedback of Operating Experience." at Oconee facilities. STADLER.S. Region 2, Office of Director. 84/12/17. 28pp. 29454:008-29454:036.
8503200143 Forwards Exam Rept 50-413/OL-85-01 of exam administered on 850108-10.
BROWNLEE.V.L. Region 2, Office of Director. 85/03/06. TUCKER.H.B. Duke Power Co. 2pp. 29458:078-29458:161.
-8503200151 Exam Rept 50-413/OL-85-01 on 850108-10. Exam results:8 candidates administered oral exams passed & 6 of 10 candidates administered written exams passed.
JOHNSON.A.H., WILSON.B.A. Region 2, Office of Director. 85/02/24. 81pp. 29458:080-29458:161.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co, of New York, Inc. 99pp. 29482:045-29482:143.
8503140114 Confirms listed revs to items in 850225 Itr re insp of compliance w/ 10CFR50,App R.Sections III.G & III.L & associated fire protection features.per 850305 telcon.Final submittal on ali requested data needed by 850401. WALKER.R.D. Region 2, Office of Director. 85/03/07. TUCKER.H.B. Duke Power Co. 2pp. 29357:083-29357:084.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08, Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect," Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co, of New York, Inc. 108pp. 29480:340-29481:084.Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-412/84-10.
